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Inspection Detail 

Case Status: CLOSED 


Inspection: 1254570.015 

- Bunge North America, Inc 

Inspection Information - Office: Omaha 

Nr: 1254570.015 

Report ID: 0728900 

Open Date: 
08/09/2017 


Bunge North America, Inc 



1405 Norman Ave 
Crete, NE 68333 

SIC: 


Union Status: Union 


NAICS: 311211/Flour Milling 

Mailing: 1405 Norman Ave, Crete, NE 68333 



Inspection Type: 

Referral 



Scope: 

Complete 

Advanced Notice: 

N 

Ownership: 

Private 



Safety/Health: 

Health 

LGrain, N:Dustexpl, 

Close Conference: 


Emphasis: 

N:Chrome6, N:Amputate, 
LRepvehicle, LRespnoise 

Close Case: 

07/11/2018 

Related Activity: 

Type 

ID 

Safety Health 


Referral 

1249014 

Yes 


Case Status: CLOSED 


Violation Summary 


Serious 

Willful 

Repeat 

Other 

Unclass 

Total 

Initial Violations 

4 





4 

Current Violations 

3 



1 


4 

Initial Penalty 

$38,568 

$0 

$0 

$0 

$0 

$38,568 

Current Penalty 

$27,000 

$0 

$0 

$0 

$0 

$27,000 

FTA Amount 

$0 

$0 

$0 

$0 

$0 

$0 


Violation Items 



# 

ID 

Type 

Standard 

Issuance 

Abate 

Curr$ 

Init$ 

Fta$ 

Contest 

LastEvent 


1 . 

01001 

Other 

19100028 B01 I 

12/12/2017 

02/28/2018 

$0 

$5,975 

$0 


I - Informal Settlement 


2. 

01002 

Serious 

19100212 A01 

12/12/2017 

01/09/2018 

$10,000 

$12,675 

$0 


I - Informal Settlement 


3. 

01003A 

Serious 

19100219 D01 

12/12/2017 

01/09/2018 

$8,000 

$9,959 

$0 


I - Informal Settlement 


4. 

01003B 

Serious 

19100219 E03 I 

12/12/2017 

01/09/2018 

$0 

$0 

$0 


I - Informal Settlement 


5. 

01004A 

Serious 

19100022 A02 

12/12/2017 


$9,000 

$9,959 

$0 


I - Informal Settlement 

Deleted 

6. 

01004B 

Serious 

19100272 J02 II 

12/12/2017 


$0 

$0 

$0 


I - Informal Settlement 


TRAINING 







Accident Investigation Summary 

Summary Nr: 98408.015 Event: 08/02/2017 Employee's Fingers Are Caught In Rollers, Causing Fractures 

At 8:00 a.m. on August 2, 2017, Employee #1 was checking the product flow of the roll stand. The employee saw that a plastic cube had fallen from the flour 
sifter and landed on top of the chill rollers where the corn is ground. The employee reached into the ingoing nip point from the chill rollers and attempted to pick 
up the cube, when his second, third and fourth fingers became caught between the chill rollers. The employee was able to pull his hand free, but sustained 
fractures to the three fingers. Employee #1 was hospitalized for treatment and the tips of the injured fingers had to be surgically amputated. 

Keywords: caught in, nip point, roller-mach/part, finger, machine guarding, amputation, corn 

Inspection Degree Nature Occupation 

1 1254570.015 Hospitalized injury Amputation Machine feeders and offbearers 
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